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S. Reportable occurrences, LERs & related correspondence

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L Nutherm International,  Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.

V. Operator Examinations

9203190212 Provides errata to 920109 notification of change in operator/senior opera-
tor status for R Wolfe.SRO no longer required by operator.

SHETLER.J.R. Sacramento Municipal Utility District. 92/03/09. WEISS.S. Document
Control Branch (Document Control Desk). 1p. 61062:174-61062:174.

9203240330 Discusses NRC approval of certified fuel handler training programs & termi-
nation of operator Hcenses.Training program consistent in scope to previously ap-
proved defueled condition operator training program.

BROWN.S.W. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post
901216). 92/03/19. SHELTER J.R. Sacramento Municipal Utility District. 4pp.
61085:312-61085:315.

Y. Dry Cask independent Spent Fuel Storage Installations

9203300050 Requests termination of further review of 911004 application for license for
ISFSI.Revised license application.SAR & environ rept will be submitted when licensee
makes decision on cask to be used.

SHETLER.J.R. Sacramento Municipal Utility District. 92/03/20. STURZ.F. NRC - No
Detailed Affiliation Given. 3pp. 61164:264-61164:266.
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P. Operating license stage documents & correspondence

9106270324 Supp! 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOWJ.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203030369 Accepts response to NRC generic Itr 91-11 concerning resolution of gener-
ic issues 48 & 49.

ALEXION.T.W., PETERSON.S.R. Project Directorate IV-1. 92/02/25. CARNS.N.S. En-
tergy Operations, Inc. 5pp. 60772:255-60772:259.

9203060198 Forwards amends 157 & 131 to licenses DPR-51 & NPF-6 respectively &
safety evaluation.Amends revise TS by deleting requirement for visual cell plate insp
for diesel fire pump battery.

ALEXION.T.W., PETERSON.S.R. Project Directorate IV-1. 92/02/26. CARNS.N.S. En-
tergy Operations, Inc. 3pp. 60873:119-60873:133.

-9203060216 Amends 157 & 131 to licenses DPR-51 & NPF-6,respectively, deleting re-
quirement for visual cell plate insp for diesel fire pump battery.
LARKINS.J.T. Project Directorate IV-1. 92/02/26. 9pp. 60873:122-60873:130.

-9203060225 Safety evaluation supporting amends 157 & 131 to licenses DPR-51 &
NPF-6,respectively.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/26. 3pp.
60873:131-60873:133.

F. Security, medical, emergency & fire protection plans

9203090365 Public version of rev 13 to EPIP 1903.011, "Emergency Response/Notifica-
tion." W/920304 release memo.

*  Entergy Operations, Inc. 92/02/07. 73pp. 60853:044-60853:117.

9203060198 Forwards amends 157 & 131 to licenses DPR-51 & NPF-6 respectively &
safety evaluation.Amends revise TS by deleting requirement for visual cell plate insp
for diesel fire pump battery.

ALEXION.T.W. Project Directorate IV-1. 92/02/26. CARNS.N.S. Entergy Operations,
Inc. 3pp. 60873:119-60873:133.

-9203060216 Amends 157 & 131 to licenses DPR-51 & NPF-6,respectively, deleting re-
quirement for visual cell plate insp for diesel fire pump battery.
LARKINS.J.T. Project Directorate IV-1. 92/02/26. 9pp. 60873:122-60873:130.

-9203060225 Safety evaluation supporting amends 157 & 131 to licenses DPR-51 &
NPF-6,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/26. 3pp.
60873:131-60873:133.

9203050049 Forwards rev 23,Arkansas Nuclear 1 Industrial Security Plan & other
changes representing rev 22 approved in NRC 911218 Itr per 10CFR50.4.Changes
withheld per 10CFR73.21.

FISICAROJJ. Entergy Operations, Inc. 92/02/28. Document Control Branch (Docu-
ment Control Desk). 2pp. 60852:092-60852:093.

9203050211 Rev 3 to EPIP 1903.053, "Logistical Support." W/920228 Itr.

*  Entergy Operations, Inc. 92/02/28. 9pp. 60826:323-60826:331.

9203050215 Rev 6 to EPIP 1903.054, "Requests for Addl Personnel."

*  Entergy Operations. Inc. 92/02/28. 9pp. 60852:229-60852:237.

9203060035 Rev 3 to EPIP 1903.067, "Emergency Response Facility."

*  Entergy Operations, Inc. 92/02/28. 61pp. 60866:274-60866:333.

9203060107 Forwards Emergency Response Data Sys Data Point Library, 910930 Itr.
FISICAROJJ. Entergy Operations, Inc. 92/02/28. Document Control Branch (Docu-
ment Control Desk). 100pp. 60827:150-60827:260.

9203180383 Application for amends to Licenses DPR-51 & NPF-6,changing TS re fire
protection requirements by adding subj requirements to respective safety analysis
repts.

CARNS.N.S. Entergy Operations, Inc. 92/03/13. Document Control Branch (Docu-
ment Control Desk). 3pp. 60989:348-60989:356.

-9203180386 Proposed Tech Specs re fire protection requirements.

*  Entergy Operations, Inc. 92/03/13. 6pp. 60989:351-60989:356.

9203250162 Rev 6 to Emergency Plan Procedure 1903.065, "Emergency Response Fa-
cility - Technical Support Ctr (TSC)."

*  Entergy Operations, Inc. 92/03/18. 46pp. 61106:197-61106:242.

9203250167 Rev 2 to EPIP 1903.071, "US Army Corps of Engineers."

*  Entergy Operations. Inc. 92/03/18. 3pp. 61106:118-61106:121.

9203250168 Rev 9 to EPIP 1904.08, "Use of WSI Weather Info Svc."

*  Entergy Operations, Inc. 92/03/18. 21pp. 61104:310-61104:329.

9203250171 Rev 8 to EPIP 1903.040, "Duties of Dose Assessment Team."

*  Entergy Operations, Inc. 92/03/18. 13pp. 61104:267-61104:279.

9203300362 Rev 4 to Procedure 1903.021, "Arkla Natural Gas Line Rupture."

*  Entergy Operations, Inc. 92/03/18. 5pp. 61197:341-61197:345.

9203310088 Rev 4 to EPIP 1903.071, "Pope County Sheriffs Dept"

*  Entergy Operations, Inc. 92/03/18. 5pp. 61205:064-61205:068.

9203090392 Responds to NRC inquiries re specific ATWS analyses. Initial analyses pro-
vided to NRC in Topical Repts BAW-10099 & BAW-1610.Generic analyses used auxil-
iary feedwater flow rate of 780 gpm per pump.

FISICAROJJ. Entergy Operations, Inc. 92/03/03. Document Control Branch (Docu-
ment Control Desk). 3pp. 60882:347-60882:349.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York. Inc. 12pp. 61085:001-61085:012.

9203180383 Application for amends to Licenses DPR-51 & NPF-6,changing TS re fire
protection requirements by adding subj requirements to respective safety analysis
repts.

CARNS.N.S. Entergy Operations, Inc. 92/03/13. Document Control Branch (Docu-
ment Control Desk). 3pp. 60989:348-60989:356.

-9203180386 Proposed Tech Specs re fire protection requirements.

*  Entergy Operations. Inc. 92^3/13. 6pp. 60989:351-60989:356.

9203180389 Requests approval to use alternative to requirements of 10CFR50.55a re
codes & stds.Comparison of 1980 Edition, Winter 1981 Addenda & 1989 Edition of
ASME Code end.

FISICARO.JJ. Entergy Operations, Inc. 92/03/13. Document Control Branch (Docu-
ment Control Desk). 5pp. 60974:356-60974:360.

9203190241 Suppls 910717 response to Generic Ltr 88-20, "Individual Plant Exams for
Severe Accident Vulnerabilities." Requests extension of submittal date for Unit 1 until
930430.

FISICARO.JJ. Entergy Operations, Inc. 92/03/13. Document Control Branch (Docu-
ment Control Desk). 2pp. 60998:312-60998:313.

9203250148 Forwards add! info for core operating limits proposed TS change dtd
911107.per Generic Ltr 88-16 in response to recent telcons w/NRC.Four NRC ap-
proved refs re bases for TS 3.5.2 should have been included in initial submittal.
CARNS.N.S. Entergy Operations, Inc. 92/03/19. Document Control Branch (Docu-
ment Control Desk). 4pp. 61099:058-61099:063.

-9203250151 Proposed TS 6.12.3.2 re analytical methods used to determine core oper-
ating limits addressed by individual TS.

*  Entergy Operations, Inc. 92/03/19. 2pp. 61099:062-61099:063.

9203260021 Suppls 900126 response to Generic Ltr 89-13, "Svc Water Sys Problems
Affecting Safety-Related Equipment." Based on revised calculations,coolers will be
reinstalled in svc water HX thermal performance testing program.
FISICAROJJ. Entergy Operations, Inc. 92/03/20. Document Control Branch (Docu-
ment Control Desk). 3pp. 61128:032-61128:034.

9203310278  Requests relief to conduct snubber testing in accordance w/ TSs.Util pro-
poses to conduct addl sample testing w/listed exceptions.

FISICAROJJ. Entergy Operations, Inc. 92/03/26. Document Control Branch (Docu-
ment Control Desk), 4pp. 61217:080-61217:083.

9203310279  Provides info to change util commitment to perform single-wall radiography
in pump casing & to instead conduct reactor coolant pump casing structural integrity
exams & evaluations using methodology contained in listed ASME case.
FISICARO.JJ. Entergy Operations, Inc. 92/03/26. Document Control Branch (Docu-
ment Control Desk). 5pp. 61217:084-61217:088. Itr.
